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PART III 

Stores Purchase 


Ayurveda Medical Education Department 

<3(3riejocn) ojocru^o 

(i) 

[mcnj (3 02/2014-15] 

CDcnj (3 S 1 - 4865 / 14 /AVC. 2014 ssjafi 28. 

cailffljcuooamnjjfflo cooj6n3ffl2Ki3'' mrajcnrjRSGOjra e<&>o<sgssl6iej 
c/oei^OTiiaw, c/aoeioca^tmiarai, cojocomlcajlraroo (uiliTjotSioffla^jcBjglraS 
(319)01 09^ 210CS3) 6) fflCUll <SS)08 gaJ eft. O 6TT) 6313C/5 Oj1«51fflSIT)o 
6inj^aTKail(D (roigoojggojffllK^aDlcmjo (3(8^eiocny}cft>a3 

cftflisrnl^jjfflAoggjGmj. 

arasats? raijcOj—' 15 , 20 , 000 . 

aocBfflo 3(8>^ejo cruj cft.gjo rarajcmjcScojo <2c&>o<3gss 
LriJlaSanjlnjoglfflcig (saroSojIejocnxaioilraS (n-i<2«5i^cft>o cft>ojo1ejo<fls>l 
arolraS onjcrscai c&>ojo1cn njjocaim “aacuildsaraS goj<ft><a6iT>63i3u8 
ail«5i(a6mo QincqianDgrnm/auooralcSffliangnlcniaa 6)S6nec3” tyj)OT> 
casiisinjsjroirol 6-8-2014, 3 m 6 rnloj 6 xa cruaitSrijlcOSioajjfrnRsiosiTD. 

6-8-2014, g^QKcefflJCCrtnado 3.30 ffl61T>1c06) (3(3<^ei0 CTOJ <£h C/3 

cdIcq) fflo enj ctu ostdo oijOcSffljcmraiOQaloTcOSijo. csDoacmoraj 
tft.offl 6 majaaoeijo racSfieiocro cbciO 0 O 6313«5 afflta.aopo anj<goa 3 












nJOSlejOKSWKWOcfcJCmj. [3(3<i£JOCnj (Sa£)0O6313g2 6)S (TllasSnjO) 
6 - 8 - 2014 , 3 asmlcM rare <7107)0 0)1 <90 2 cm 85) 06rn. csnnoo63i3c/3 
«5)oJORs8ao(3wo rarajcuaa^ajggcu(3 B(3^eioci7) (Bnnooaii5)l0c$ 
oileicBCfficBSMoS ' so <ft,jsj«nc53 2i6ro1(Bcn>0(3cu)(3 rarejcml rarecn)<n)(B<90 
6n§ ctr>oda.jcmj. 3(3<i£io crulasS eosu ©oj sj asisfl cal ral cosjero 
oJlei o)1®<b02<9>o 3 Bc3^eiocru rareoo)l<ft. 0 lTj cna)3<ft>2d7) snlcrntrol 
2)285)853 630J (71 (3 nil 0(7100(D) 2 gg A0 £1 CD) 3 011 OP) 331858 fflOOo 
aiaijasroioaS niosleioasiomodiqcmj. 6i®i BdSneiocruloog ailei 

2,588 (313) 6177 (' 2,300 + (7100 ' 288 ). OJL) ^ 2 nil (5 <90 O 

(5 a£)0O 8515)10(lj[ (Tllei ' 1,294. 

njjralijjl^i ra(3<^eioonj ennooasiwlQaDosisoajo eosufflojsjasialco) 
85)jcft.C!fflJ6)S 1% (52)0 (3130 £087,18)3 ' 1,500 n® 85)0(5 617)0 ta>JSJ85)853 
OTRLasicajo anjcOi d)1®a5)(BC7n>2iocDjl (mlffljoiaDcroinjjoo rarajcD^etoiB 
cs<9,ocsg03 (.njlo3fl7)1n_|Ogl0C$ GnJ0l(53 a®sja5i(5) oi)l2)oci3“ 
(.ODOnOOJo ' 100-6)(1^ (5<ft,0g OUodTlOOO) 2) J (.3 n_| (.85) 8515)1(08 
(S(06116) o_|S2(313)1qO) 63(OJ (njl£ll2)l0)0l o(j)(O)l02]O32o nT)O830O(S<606nS 
85)0 617). n®6)(3)08>2 0S6I73O2O <9,00617)0 <9,0 617)1 <90 0 0 (5) 

0)1 0 07)1 <90 0 (5 07 0 aOOl OJ O'<96)0(5(1)0 ggg (313 0)1 <9,0 0 o 
85)1 fflJ 01(7) (13) oJ 28)0 (313)0J(3(5(113 (5<9>0(Sge3 (.oJlo3(I7)1 n _|0 g1ra3 
<7)1c9iinoja5)aOOl8)1<96)2o. n$6)81)8a>l£J2° <9, 00 617) (71030(53 6 - 8 - 2014 
(17)(3<90O(3 (313010)1 (. nJ 6712)0 oil <90 2 <9, <D)0 0617) 87,18)3 O^SJOIO) 
(.01012,(313)1 aloioruo rareesas) aruaoo B( 3 o£)oo 7 ) 2 < 9 >o 3 a5)2O<00j(n)85)o 
Olffl1<90Jo. ca>2S2(3)(53 011 0106313 Cl3 (Sd7,0(SgK! 63 Oo£) 1(17)1 (53(7)1 (17) 
(313010001J07)85)06177. 

[No. 2/2014-15] 

No. S1 -4865/2014/AVC. 28tli June 2014. 

Sealed competitive tenders are invited for the 
“Supply of Medical Equipments” for the Salyathanthra, 
Salakyathanthra and Kayachikithsa Departments of 
Government Ayurveda College, Thiruvananthapuram for 
the year 2014-15 as per detailed below. 

Estimate Cost—' 15,20,000. 

Tenders should be superscribed “Supply of Medical 
Equipments” addressed to the Principal, Government 
Ayurveda College, Thiruvananthapuram. The last date of 
the receipt of tenders will be at 3 p. m. on 6-8-2014. The 
late tenders will not be accepted. The tenders will be 
opened at 3.30 p. m. on 6-8-2014 in the presence of such 
of the tenderers or their authorized representatives who 
may be present at that time. 

Intending tenderers may on application to the 
Principal, Govt. Ayurveda College, Thiruvananthapuram to 
obtain tender forms on which tenders should be 
submitted. Application for the tender forms should be 
accompanied by cash remittance of ' 2,588 (Cost of tender 
form ' 2,300 + VAT 288) which is the price fixed for a form 
and which is not refundable under any circumstances. 
Tender forms are not transferable. Sale of tender forms 
will be closed at 3 p. m. on 6-8-2014. Cheque, Postal 
Orders etc. will not be accepted towards the cost of 
forms. Those who wish to purchase tender forms by post 
shall send an additional amount of ' 50 by money order to 
cover postal charges. Duplicate tender forms, if required 
will be issued at ' 1,294 (Cost of tender form 
' 1,150 + VAT ' 144) per copy. 

Intending tenderers should submit an amount of 1% 
of the quote amount or ' 1,500 whichever is higher as 
Earnest Money Deposit by Demand Draft in favour 


of the Principal, Government Ayurveda College, 
Thiruvananthapuram together with an agreement in Kerala 
Stamp Paper worth ' 100. The rate quoted shall remain 
firm for acceptance till one year from the date of 
acceptance. The Principal, Ayurveda College, 
Thiruvananthapuram will have powers to postpone/cancel 
the tender. If Government have declared 6-8-2014 as a 
public holiday, the tender will be opened at the same time 
on next working day. Further details can be had from the 
office during office time. 

List of Items 

SI. Name of Equipments and Quantity 

No. Specifications Required 

1 A-B Scan for Ophthalmic Use— 1 No. 

Specification—List attached 

2 Bipolar wetfield Cautery—Bipolar Cautery 1 „ 
for ENT with facility for cutting and 
Coagulation. Bipolar cables with proper 
earthening 

3 Ksharasuthra drier cabin—Electric drier 1 „ 
with a fan circulation heating with UV 
sterilization Body made of stainless steel 
frame. Light weight metal frames for tying 
ksharasuthra 

4 Sigmoidoscope—Standard flexible fibreoptic 1 „ 
sigmoidoscope Fibreoptc cold light 
source-1 No. 

300 watt xenon bulb of 500hrs 
minimum life. Automatic standby bulb 
Fibre optic cable 

Long crocodile biopsy forceps-2 Nos. 
Videosystem-standard set, camera head 
with all accessories. Medical grade 
monitor 

5 Fully automatic whole body Dharapathy/ 1 „ 
Dharayanthra—Standard size with length 
375cm, width—205 cm. 

It should have automatic re-circulating 
system, filtering oil heating and Dhara 
dispensing systems as well as adjustable 
digital switches for fixing travel length for 
Ekangadhara. 

( 2 ) 

[(77(771(3 03/2014-15] 

(7)071(3 SI-4945/14/AVC. 2014 8826173 2 8. 

8))l028U<T)(13)nJ20o O)C71617302)Ojf (313)<D>2(3cSC718 (5<9,0(Bg83lcn2 
<9,1s>l£ljgg (.01)0)' OU 0 Cl3 CU) 0 0 (U) (5 07) nil <l3 CD)J617)1 Ol(53 
00(scio7o<e02ej(3 oulolecnjo 002KS(.<9>oci7)(s<9,Onj ai1(3)06rt)o 
0nJ<§>2O77{3)1(I7 aSX^OOJggOlbls^ollODJo 2)2(3(71^ Bc3ciei007)2<9,a3 
<9i9d6m1iq)0<a>O33)OT)). 

(319SH7>(53 85)2<ft>-' 6,50,000. 


aoerao BcS^ejo onj ca>gjo rarejcnjjcBeojB dca.ocgss' 
(.nJlaacnilaJOglffKI^ Gffl«53oilejOaT>R5K5il®3 (aJGSJI^O c030JOlejOc06il 

anlraS 6>-ijcxiSctn .acuolcn rujocaim ‘tcuioi aruoatScuieieicuiGarunijati 
<2)j6TTilglra3 6)a(.sccnoceffljej(3 agloleoffio 6i6ifflG(.c0®ocruGc96iO2j 
oil cm ffl 6TTO o 61 uJ (2/ 01 (TUC 0 nil €0611 OT1 0)1 01 i 33 61S6T13C3’ 
ra{j)af> (SfflSUOnJSJOrail 13-8-2014 g^|<si)c8S)JCSC/8n3do 3 fflsmlcuffxa 
CTO ffl (3 ri_|l c061 0 OJ ^ CTD 01 0 6TT1 . g (2) d061 J 8 (SO nil o 3.30 ffl6TT)lce6) 

(3c3<^eio cto i<&> u3 colajifflooDjcTocasmo cmjOcOSijaDcroocmlfflloBfiijo. 

<2)O61®1O0J <ft,0ffl6TT)Oja80ejJo 3(3<^ejOOT) (BciC0063T3a3 6161103121000 
6inj<§)oa3 ojoslejoaimaiocosjanj. B^^eiocni GciD0063T3gj6is 
ojIksSojcd 12-8-2014, 3 a6m1c06i cmaajcroo(T)lc96i2CTncmo6Tri. 
GnnOO63T3C/0 ®1nJO®8fflO(3</)o ®Tc))Oja3^m2ggOJ(3 (3(3<^eiOCTU GaflOO 
cnrail6icig ailejG<2>c06ioa3 ' so c03jsj«5icn3 m6rnlG<H>0(3cu)(3 car^coil 
(3Tdcr!)cs3)ec06i6rT§«5io<03janDj. acS'^ejocTolraS G06iJ6i(^S20T5il(2)l0lc96i;aTi 

oilej <Triffl<06i2c03C^ i3(3<^eiooro raraooiltesffllTj aiaScOsjan 0 >l< 2 ) 0 il 
ajcaiKsS 630j cusSnUo aj6io<r»jgg c03O&jcH)soj1ai)33lro8 12000 
ojrajcaroiooKi ruoslejotaraiax^janj. 63<oj 3(8<‘>ejoanl6ia3 oilej ' 1,688 

(313) 6TT1 (' 1,500 + OJOO 'l88). CU)^ njl Gd06ig G aD 0 O ®KSl16100 
Oilej ' 844. 

nJ]ffllo_jliJ 3 ^ a ejOCTO eaUOOCJlrnileCDOeiSOojo G 06 n 61 n_|S 3 ®K)il< 2 ) 
« 5 i 2 c 03 <mj 6 is 630 j osccsiaocTKsao carafflejalraS ' 1,500 a$®ioG 6 ino 
c 03 ]Sj®ira 3 013(01(2)30 oijc 03 mlfflcaiiBcu^aocnil 01)03010103103300 
013)00)3(06(33 Gd 0 >OGg 83 [.nil Cl 3 (Tol nj 0 gl 61 C$ GnJ®1®0 o^SJCSTOI 
cuilaocig'' (Oiiooegjo ' ioo-6)aj} Gca>®g aroocniDocn ajiBojirai 
caraiTcaS G®6n6io_|S3®i3)l<2) 6303 (.nilejlffllaiol a® (.ail 61120030 
nOiafflO G 0061 6TI§ 010 6Tri. n®6101O®3 61 S 6 TTSOJO c0> 0 06TO o 

c9d o6 Td 1 c06io6icm ailffl crol <061 ocaio aool oj c® <06100010 ggg 
rardail c03O®o csilfflj oj ai aro ojjfflo cmajcsDjcScBOJB GcOiOGgsi 

(.nil a0 anil njogl®8 ai1c0isiloj0ifflo<2)l0lc06i3o. a$6i®i eadaqo 
c0>O061T1®t31O00 13-8-2014-01 OTK0d06)O(0 013010)1 (.oJ6U^Oc3jlc061J 
c03cr»o6i6mffl3l«53 013330131 (nioj^oroil Blojmio ®T3G0i aniffl<n>o 
r3(3a£jOCTO2c03O3 ®1JOc061JOD®1OCH)lffl1c061Jo. ca>3S30100 oiloj06313(/0 
Gd0>OGgS3 630a£)lcrulRS8 OllOT) 01301(2)00130010106111. 

[No. 3/2014-15] 

No. S1-4945/2014/AVC. 28th June 2014. 

Sealed competitive tenders are invited for the “Supply 
of Trinocular Stereo Microscope” for Drug Standardization 
Unit of Government Ayurveda College, Thiruvananthapuram 
for the year 2014-15 as per detailed below: 

Estimate cost ' 6,50,000. 

Tenders should be superscribed "Supply of 
Trinocular “Stereo Microscope” addressed to the Principal, 
Government Ayurveda College, Thiruvananthapuram. The 
last date of the receipt of tenders will be at 3 p. m. on 
13-8-2014. The late tenders will not be accepted. The 
tenders will be opened at 3.30 p. m. on 13-8-2014 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may on application to 
the Principal, Government Ayurveda College, 
Thiruvananthapuram to obtain tender forms on which 
tenders should be submitted. Application for the tender 
forms should be accompanied by cash remittance of 
' 1,688 (Cost of tender form ' 1,500 + VAT 188) which is 
the price fixed for a form and which is not refundable 


under any circumstances. Tender forms are not 
transferable. Sale of tender forms will be closed at 3 p. m. 
on 12-8-2014. Cheque, Postal Orders etc. will not be 
accepted towards the cost of forms. Those who wish to 
purchase tender forms by post shall send an additional 
amount of ' 50 by Money Order to cover postal charges. 
Duplicate tender forms, if required will be issued at ' 844 
(Cost of tender form ' 750 + VAT ' 94) per copy. 

Intending tenderers should submit an amount of 1% 
of the quoted amount or ' 1,500 whichever is higher as 
Earnest Money Deposit by Demand Draft in favour of the 
Principal, Government Ayurveda College, 
Thiruvananthapuram together with an agreement in Kerala 
Stamp Paper worth ' 100. The rate quoted shall remain firm 
for acceptance till one year from the date of acceptance. 
The Principal, Ayurveda College, Thiruvananthapuram will 
have powers to postpone/cancel the tender. If Government 
have declared 13-8-2014 as a public holiday, the tender will 
be opened at the same time on next working day. Further 
details can be had from the office during office time. 

Details of Items 

Name of Item—Trinocular Stereo Microscope with dual 
fiber optics illumination—1 No. 

(3) 

[O1(TU(0 06/2014-15] 

oiouc3 S1-5302/14/AVC. 2014 ssj6rr3 28 . 

01103010100104300 «)0j6n06imai]'' ®T3)(2)3(0G0J3 Gca>0Gge3 
nJDOcS a anil <2)1 (o3 orejojaa^fflooo) 01O6MP nJO<2)jan <2>G(.a®iOnJc&>0 
6TD63BC/3 Ojl0106ITlo 61nJ<3>3OT)0ilai ©KSJOOJggOJOltsS ailODjo 
ffljLBQJij BcSriejoan^aS €9&i6m1.a-p6i 1 ft l 03B)aTii. 

(313S®>®0 ®1Jc03-' 11,80,000. 

SOCfflO B^<^ei0 ODJ C03gjo 013)(2)3(0GOJ3 G<a>0Gg83 

(.ciiloamilnjogleio^ GfflRS3ailejOOT)R5K5ilRS3 (oJGOI^cOjo c03QJOlejOc06)l 
anlo0 6i^ja33caT c&>ojo1ai 04300101 ‘©ilajojariatiinjjoo oiaj6n36ifflo^' 
(3t3)<2)j^eajB Gc&OGgss n0O(0m aril <2)1(30 (arajoj oa^ aocn) 
C2)GiaS)O<3Jc03«6rr)63BC/5 cnl«S106TT1o 6l£U<^JOT1(rolai/OTJ£)OrLjlc96)JOT)®ll 
mjgg 61S6ng(3’ aJJ)OT1 Gffl6Ufflo_]S2raT3ll 8-8-2014 gnJC!fflc06) 
3 ffl6mlaj610 OT>fflc3o_j1t06)O(UjaT)«5)O6ni. g^|<2)c06)jeO8f3ilo 3.30 
ffl6TTllc06) B^^ejOODJc03O3 0l1<2) fflO OIJ OD ffl6TDo (01JO C061J OT1 8510 
<2)1®lc061Jo. <2)061®10®J c93O06TDQJOaOejJo BdS'miOOT) GoJ30063BC^ 
6161 c03fflOOo 61 uJ< 2)003 nJOSlejO(OTro®1O<03lOT1). Bc3^ej00TU GciD0O63B 

O 13 50 6 6 

gJ61S QjlraSnjOl 8-8-2014 g^j(2)c06) 1 ffl6TTil<061 (3Ta<UOT)Oailc96)JOT1 

®i 06 rn. GciD0O63T3o 3 ®ioJOci3fflO(3cDo carajcuoD^ffljggaj^ BcB'iejoaru 

(SaJOOOOTOil61 a5 ail£JG(2)€061000 ' 50 <03]Sj®1«53 ffl61Til(BC2)0(3cux3 
(3Td) (2)1 C3Td<2)(I!)Gc06)6TTe8S1O<03jaT)J. Bc3<^ejOOTilK53 G®6U61n_|SJ«5T5)l 
C2)l0lc06)2an <ulejaol®<06ijc03o3 B(3<^ejoani mreoui^ffll^j aiK53<03jan 
(Oil(2)(Oil fflJ®1KS8 630J <U(3oilo <U610C2)Jgg €03Oejt2)gajlO1JgglK50 
fflooo ajai0T3ioo3 nJOslejo«5K5i®iOc03)OD). aoi B(8<Tejocnil6io3 oilej 

o 6 6Y) 6 6 6 c> 

1,890 <313)601 (' 1,800 + OJOO ' 90). CU)^] njl Gc06io' 

Gnnooc3rail6io^ oilej ' 945 . 


ra(3>miO(TU (5ciD0O(3Tm1(S(n06)S0ryo CBOSUffliTjSJRSTTOlcQ) 

(mjcejcrsjffls aajaDRnaomeao care 6iej sail (33 ' 1,500 n®<3iotB6ino 
tftijsjOTxaS cfflratraxmjo «5)jc&> odIo«j>(. ooj^taocnil (mlffljcucncKDajjrao 
rare) cm jc3 etna cs<ft>cx?g£S! o^fi3<Wlajogl6ioi] enjralraS n^sjcnrsi 
CUflfflOCl^ (.(XJDOraDgj o ' 100-6)03 (StftOg (Tuocmcocn fflJiB'jJl®) 
raroilraS (BfflsuffliTjsjRSTrolcQ) (.n-ilejlalcnol a^ioiloiaafijo 
noaafflo Geos) 6ne raid srn . n^sxwofflj 6issneojo cftioasmo 

cft)06TDl cfifflOffl®) Oil® (Tul cOOOCBCDO 120Ol (U W c0®0CSOD 0 0 33 
(3TaCJDl<ft>Offlo (Bllraj <U 01 051 nJJfflo (3T3)CQ)J^(Saja GcOjOegSS' 
(.n_flo301l1 ojd g1(53 Ol1<MdlaJ(3iaO(S2)1(a1c9ffl2o. o®Sl(Bl ffiflejjo 
ta.0ffl6TTX3T310(33 8-8-2014-01 0lx3c96)0c3 C3TdOjajl LnJSUi3n-n>S®2<ft>C®0 
616ma)1(38 (3T3SJC3I3) (nJ<U,S,013)1 fllaiOUo C3Td(S(01 Oliacffio <3(3<i£10 
oujeftc/S (oijOcesijoTKOiocalfflIcesijo. cftijsjtoiraS njlni(363Bc/3 cBcftoegss 
aOoDlOUlKSS OllOTD (3raolcD)0(11JOD(3106ni. 

[No. 06/2014-15] 

No. S1 -5302/2014/AVC. 28th June 2014. 

Sealed competitive tenders are invited for the “Supply 
of following Machineries to Government Ayurveda College, 
Pharmacy” Thiruvananthapuram for the year 2014-15 as 
per detailed below: 

Estimate Cost—' 11,80,000. 

Tenders should be superscribed “Supply of 
Machineries to Government Ayurveda College Pharmacy, 
Thiruvananthapuram”. addressed to the Principal, 
Government Ayurveda College, Thiruvananthapuram. 
The last date of the receipt of tenders will be at 3 p. m. on 
8-8-2014. The late tenders will not be accepted. The 
tenders will be opened at 3.30 p. m. on 8-8-2014 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may on application to the 
Principal, Government Ayurveda College, 
Thiruvananthapuram to obtain tender forms on which 
tenders should be submitted. Application for the tender 
forms should be accompanied by cash remittance of 
' 1,890 (Cost of tender form ' 1,800 + VAT 90) which is 
the price fixed for a form and which is not refundable 
under any circumstances. Tender forms are not 
transferable. Sale of tender forms will be closed at 1 p. m. 
on 8-8-2014. Cheque, Postal Orders etc. will not be 
accepted towards the cost of forms. Those who wish to 
purchase tender forms by post shall send an additional 
amount of ' 50 by Money Order to cover postal charges. 
Duplicate tender forms, if required will be issued at ' 945 
(Cost of tender form ' 900 + VAT ' 45) per copy. 

Intending tenderers should submit an amount of 1% 
of the quoted amount or ' 1,500 whichever is higher 
as Earnest Money Deposit by Demand Draft in favour 
of the Principal, Government Ayurveda College, 
Thiruvananthapuram together with an agreement in Kerala 


Stamp Paper worth ' 100. The rate quoted shall 
remain firm for acceptance till one year from the date of 
acceptance. The Principal, Ayurveda College, 
Thiruvananthapuram will have powers to postpone/cancel 
the tender. If Government have declared 8-8-2014 as a 
public holiday, the tender will be opened at the same time 
on next working day. Further details can be had from the 
office during office time. 

Details of Items 


SI. Name of Equipment and Quantity 

No. Specification Required 

(Nos.) 

1 Juice Expeller with motor— 

Capacity 10 Hp 1 

2 Pouch packing Machine 

(Semi Automatic)—Semi Automatic 
Capacity 100g-250g. 1 

3 Wet Grinder with Motor— 

Capacity 10 ltr. 3 

4 Wet Grinder with Motor— 

Capacity 5 ltr. 3 

Office of the Principal, 

Government Ayurveda College, (Sd.) 

Thiruvananthapuram. Principa l. 


